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SUBJECT: EMERGENCY MEDICAL EVACUATION EROM LITTLE 
DIOMEDE ISLAND 

REF: (A) 77 STATE 250255, (B) 77 MOSCOW 14287 

DURING RECENT EMBASSY RECEPTION, SCICOUNS ASKED DEPUTY 
DIRECTOR OE MFA USA DIVISION EEDOSEYEV, WHEN HE COULD 
EXPECT SOVIET REPLY TO US NOTE (REF A) REQUESTING SOVIETS 
TO RECONSIDER THEIR REEUSAL TO ASSIST IN EMERGENCY 
MEDICAL EVACUATIONS EROM LITTLE DIOMEDE ISLAND (REE B). 

EEDOSEYEV REPLIED THAT NO SOVIET REPLY WOULD BE EORTH- 
COMING. EEDOSEYEV CLAIMED THAT HE HAD PUSHED HARD ON 
BEHALE OE THE US REQUEST BUT HE COULD NOT OBTAIN APPROVAL 
EOR US RESCUE CRAET TO LAND ON OR NEAR BIG DIOMEDE, 

BUT SINCE SOVIET POSITION HAD NOT CHANGED EROM THEIR 
ORIGINAL NOTE, NO REPLY TO SECOND US NOTE IS NECESSARY. 
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